4/1/03 


Menthol: Year Ending 2002 MSA Shipment Volumes 


Manufacturer 

Brand 

2002 Volume Shipped 
(cigarettes) 

2002 
SOM (%) 

PM 

Accord JLI Ultra 68 Men Box 

162,000 

0.0000 

PM 

Accord Ultra 62 Men Box 

36,000 

0.0000 

PM 

Alpine Dscl 100 Men Box 

120,000 

0.0000 

PM 

Alpine Dsct 100 Men Soft Pack Pack 

11,353,480 

0.0029 

PM 

Alpine Dsct King Men Box 

288,000 

0.0001 

PM 

Alpine Dsct King Men Soft Pack Pack 

3,611,740 

0.0009 

PM 

Alpine Dsct Light King Men Box 

396,000 

0.0001 

PM 

Alpine Dsct Light King Men Soft Pack Pack 

3,489,820 

0.0009 

PM 

Alpine Dsct Light Men 100 Soft Pack Pack 

10,389,100 

0.0027 

PM 

B&H 100 Men Box 

371,289,820 

0.0949 

PM 

B&H 100 Men Soft Pack 

894,681,060 

0.2286 

PM 

B&H Dlx Ultra 100 Men Box 

936,997,660 

0.2394 

PM 

B&H Light 100 Men Box 

301,505,300 

0.0770 

PM 

B&H Light 100 Men Soft Pack 

508,291,900 

0.1299 

PM 

Basic 100 Men Soft Pack 

555,840,440 

0.1420 

PM 

Basic King Men Box 

276,876,020 

0.0707 

PM 

Basic King Men Soft Pack 

376,620,320 

0.0962 

PM 

Basic Light 100 Men Soft Pack 

1,557,417,840 

0 3979 

PM 

Basic Light King Men Soft Pack 

1,014,829,400 

0.2593 

PM 

Basic Ultra 100 Men Box 

512,069,820 

0.1308 

PM 

Basic Ultra King Men Box 

127,511,800 

0.0326 

BW 

Belair Prem Light 100 Men Soft Pack 

44,112,000 

0.0113 

BW 

Belair Prem Light King Men Soft Pack 

88,668,000 

0.0227 

PM 

Best Buy 100 Men Box 

1,944,400 

0.0005 

PM 

Best Buy 100 Men Soft Pack 

21,504,000 

0.0055 

PM 

Best Buy King Men Box 

192,000 

0.0000 

PM 

Best Buy King Men Soft Pack 

5,484,000 

0.0014 

PM 

Best Buy Light 100 Men Soft Pack 

4,056,000 

0.0010 

PM 

Best Buy Light King Men Soft Pack 

2,844,000 

0.0007 

RJR 

Best Value 100 Men Soft Pack 

69,096,000 

0.0177 

RJR 

Best Value King Men Soft Pack 

34,692,000 

0.0089 

RJR 

Best Value Light 100 Men Soft Pack 

128,748,000 

0.0329 

RJR 

Best Value Light King Men Soft Pack 

41,172,000 

0.0105 

PM 

Bristol Light 100 Men Soft Pack 

3,329,980 

0.0009 

PM 

Bristol Light King Men Soft Pack 

564,000 

0.0001 

PM 

Bronson PM 100 Men Soft Pack 

12,780,000 

0.0033 

PM 

Bronson PM King Men Soft Pack 

7,764,000 

0.0020 

PM 

Bronson PM Light 100 Men Soft Pack 

17,448,000 

0.0045 

PM 

Bronson PM Light King Men Soft Pack 

7,284,000 

0.0019 

PM 

Cambridge Light 100 Men Soft Pack Dsct 

87,832,980 

0.0224 

PM 

Cambridge Light King Men Soft Pack Dsct 

29,259,380 

0.0075 

RJR 

Camel 100 Men Box Jad 

93,978,000 

0.0240 

RJR 

Camel King Men Box 

253,391,600 

0.0647 

RJR 

Camel King Men Box Jad 

416,520,600 

0.1064 

RJR 

Camel Light 100 Men Box Jad 

95,508,000 

0.0244 

RJR 

Camel Light King Men Box 

371,798,200 

0.0950 

RJR 

Camel Light King Men Box Jad 

363,872,800 

00930 

RJR 

Came! Light King Men Box Mnd 

10,753,200 

0.0027 

RJR 

Camel Light King Men Box Rar 

2,739,000 

0.0007 

BW 

Capri Light 120 Men Box 

500,865,000 

0,1280 

BW 

Capri Light 97 Men Box 

445,649,600 

0.1138 

BW 

Capri Ultra 100 Men Box 

200,489,800 

0.0512 

BW 

Capri Ultra 120 Men Box 

1,404,000 

0.0004 

BW 

Carlton Ultra 100 Men RGB 

218,196,000 

0.0557 

BW 

Carlton Ultra 100 Men Soft Pack 

249,156,000 

0.0637 

BW 

Carlton Ultra 120 Men Soft Pack 

106,182,000 

0.0271 

BW 

Carlton Ultra King Men Soft Pack 

103,812,000 

0.0265 
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Manufacturer 

Brand 

2002 Volume Shipped 
(cigarettes) 

2002 
SOM <%) 

PM 

CC Medley Light King Men Soft Pack 

120.000 

0.0000 

RJR 

Century Light 100 Men Soft Pack 25 

3,618,000 

0,0009 

LG 

Class A Light 100 Men Soft Pack 

47,094,000 

0.0120 

LG 

Class A Light King Men Soft Pack 

25,302,000 

0,0065 

LG 

Class A Ultra 100 Men Soft Pack 

17,628,000 

0.0045 

RJR 

Doral 100 Men Box Dsct 

469,578,000 

0.1200 

RJR 

Doral 100 Men Soft Pack Dsct 

967,092,000 

0.2471 

RJR 

Doral King Men Box Dsct 

329,685,000 

0.0842 

RJR 

Doral King Men Soft Pack Dsct 

644,845,800 

0.1647 

RJR 

Doral Light 100 Men Soft Pack Dsct 

2,346,731,600 

0.5995 

RJR 

Doral Light King Men Box Dsct 

345,498,000 

0.0883 

RJR 

Doral Light King Men Soft Pack Dsct 

703,781,600 

0.1798 

RJR 

Eclipse Milds King Men Box 

4,886,400 

0.0012 

LG 

Eve Light 100 Men Soft Pack 

12,055,000 

0.0031 

LG 

Eve Light 120 Men Box 

104,833,200 

0 0268 

LG 

Eve Ultra 100 Men Soft Pack 

7,332,400 

0.0019 

LG 

Eve Ultra 120 Men Box 

64,140,000 

0.0164 

PM 

Genco 100 Men Soft Pack 

5,651,400 

0.0014 

PM 

Genco King Men Soft Pack 

3,264,000 

0.0008 

PM 

Genco Light 100 Men Soft Pack 

7,956,000 

0.0020 

PM 

Genco Light King Men Soft Pack 

8,832.000 

0.0023 

PM 

Generals 100 Men Soft Pack 

768,000 

0.0002 

PM 

Generals King Men Soft Pack 

756,000 

0.0002 

PM 

Generals Light 100 Men Soft Pack 

1,068.000 

0.0003 

PM 

Generals Light King Men Soft Pack 

900,000 

0.0002 

BW 

GPC 100 Men Soft Pack 

643,806,000 

0.1645 

BW 

GPC King Men Soft Pack 

329,081,400 

0.0841 

BW 

GPC Light 100 Men Soft Pack 

795,432,000 

0.2032 

BW 

GPC Light King Men Soft Pack 

387,024,000 

0 0989 

BW 

GPC Ultra 100 Men Soft Pack 

293,952,000 

0.0751 

BW 

GPC Ultra King Men Soft Pack 

84,084,000 

0.0215 

RJR 

Horizon Light 100 Men Soft Pack 

30,000 

0.0000 

LG 

Jade 100 Men Box 

15,024,000 

0.0038 

LG 

Jade 100 Men Soft Pack 

43,331,800 

0.0111 

LG 

Jade King Men Box 

69,398,820 

0.0177 

LG 

Jade King Men Soft Pack 

24,750,000 

0.0063 

LG 

Jade Light 100 Men Box 

9,606,000 

0.0025 

LG 

Jade Light 100 Men Soft Pack 

38,472,600 

0.0098 

LG 

Jade Light King Men Box 

59,169,000 

0.0151 

LG 

Jade Light King Men Soft Pack 

25,224,000 

0.0064 

RJR 

Kamel Menthe King M Sid Box 

1,128,000 

0.0003 

RJR 

Kamel Menthe Light King M Sid Box 

1,191,000 

0.0003 

LO 

Kent Golden Light 100 Men Soft Pack 

11,555,400 

0.0030 

LO 

Kent Golden Light King Men Soft Pack 

4,427,800 

0.0011 

BW 

Kool 100 Box 

1,329,348,600 

0.3396 

BW 

Kool 100 Soft Pack 

1,416,599,000 

0.3619 

BW 

Kool 70 NF Soft Pack 

27,945,000 

0.0071 

BW 

Kool King Box 

3,120,042,240 

0.7971 

BW 

Kool King Soft Pack 

3,257,071,340 

0.8321 

BW 

Kool Light 100 Soft Pack 

164,598,000 

0.0420 

BW 

Kool Light King Soft Pack 

173,693,800 

0.0444 

BW 

Kool Milds 100 Box 

326,777,800 

0.0835 

BW 

Kool Milds 100 Soft Pack 

288,868,600 

0.0738 

BW 

Kool Milds King Box 

1,038,309,200 

0.2653 

BW 

Kool Milds King Soft Pack 

883,199,400 

0.2256 

BW 

Kool Nat 100 Box 

6,000 

0.0000 

BW 

Kool Nat King Box 

6,000 

0.0000 
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Manufacturer 

Brand 

2002 Volume Shipped 
(cigarettes) 

2002 
SOM (%) 

BW 

Kool Nat Light 100 Box 

6,000 

0.0000 

BW 

Kool Nat Light King Box 

72,834,000 

0.0186 

BW 

Kool Ultra 100 Soft Pack 

133,919,800 

0.0342 

BW 

Kool Ultra King Soft Pack 

131,124,000 

0.0335 

LG 

Liggett Select 100 Men Box 

25,500,000 

0.0065 

LG 

Liggett Select King Men Box 

66,420,000 

0.0170 

LG 

Liggett Select Light 100 Men Box 

24,648,000 

0.0063 

LG 

Liggett Select Light 100 Men Soft Pack 

566,601,200 

0.1447 

LG 

Liggett Select Light King Men Box 

56,177,600 

0.0144 

PM 

Marlboro 100 Men Box 

519,523,800 

0.1327 

PM 

Marlboro King Men Box 

1,617,827,200 

0.4133 

PM 

Marlboro King Men Soft Pack 

386,966,060 

0.0989 

PM 

Marlboro Light 100 Men Box 

1,100,816,880 

0.2812 

PM 

Marlboro Light 100 Men Soft Pack 

172,407,800 

0.0440 

PM 

Marlboro Light King Men Box 

3,703,969,520 

0.9462 

PM 

Marlboro Light King Men Soft Pack 

269,017,380 

0.0687 

PM 

Marlboro Milds 100 Men Box 

511,545,920 

0.1307 

PM 

Marlboro Milds 83 Men Box 

1,280,040,540 

0.3270 

PM 

Marlboro Ultra 100 Men Box 

497,599,620 

0.1271 

PM 

Marlboro Ultra King Men Box 

702,792,980 

0.1795 

LO 

Maverick Spcl 100 Men Box 

121,949,800 

0.0312 

LO 

Maverick Spcl King Men Box 

36,174,000 

0.0092 

LO 

Maverick Spcl Light 100 Men Box 

40,146,000 

0.0103 

LO 

Maverick Spcl Light King Men Box 

13,704,000 

0.0035 

LO 

Max 120 Men Soft Pack 

21,957,000 

0.0056 

PM 

Merit Light 100 Men Soft Pack 

87,068,083 

0.0222 

PM 

Merit Light King Men Soft Pack 

86,459,500 

0.0221 

PM 

Merit Ultra 100 Men Soft Pack 

189,310,180 

0.0484 

PM 

Merit Ultra King Men Soft Pack 

212,762,100 

0.0544 

BW 

Misty Sim 100 Men Box 

75,768,000 

0.0194 

BW 

Misty Sim 100 Men Soft Pack 

1,440,000 

0.0004 

BW 

Misty Sim Light 100 Men Box 

676,265,000 

0.1728 

BW 

Misty Sim Light 100 Men Soft Pack 

6,486,000 

0.0017 

BW 

Misty Sim Light 120 Men Box 

1,201,218,000 

0.3069 

BW 

Misty Sim Ultra 100 Men Box 

686,580,000 

0.1754 

RJR 

Monarch 100 Men Soft Pack 

233,496,000 

0.0596 

RJR 

Monarch King Men Box 

9,825,000 

0.0025 

RJR 

Monarch King Men Soft Pack 

94,680,000 

0.0242 

RJR 

Monarch Light 100 Men Soft Pack 

403,044,000 

0.1030 

RJR 

Monarch Light King Men Box 

14,505,000 

0.0037 

RJR 

Monarch Light King Men Soft Pack 

119,946,000 

0.0306 

RJR 

More 120 Men Soft Pack 

375,017,800 

0.0958 

RJR 

More Light 100 Men Box 

27,060,000 

0.0069 

RJR 

More Light 120 Men Soft Pack 

45,059,200 

0.0115 

RJR 

More Wt Light 120 Men Soft Pack 

48,642,000 

0.0124 

LO 

Newport 100 Men Box 

6,171,553,980 

1.5766 

LO 

Newport 100 Men Soft Pack 

2,397,343,100 

0.6124 

LO 

Newport 100 Men Soft Pack 25s 

70,421,800 

0.0180 

LO 

Newport King Men Box 

13,309,622,440 

3.4001 

LO 

Newport King Men Soft Pack 

4,843,749,580 

1.2374 

LO 

Newport King Men Soft Pack 25s 

48,438,000 

0.0124 

LO 

Newport Light 100 Men Box Ck 

632,261,700 

0.1615 

LO 

Newport Light 100 Men Soft Pack Ck 

145,752,000 

0.0372 

LO 

Newport Light King Men Box Ck 

1,845,057,560 

0.4713 

LO 

Newport Light King Men Soft Pack Ck 

403,788,000 

0.1032 

LO 

Newport Medium 100 Men Box 

484,824,000 

0.1239 

LO 

Newport Medium 100 Men Soft Pack 

88,818,000 

0.0227 
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Manufacturer 

Brand 

2002 Volume Shipped 
(cigarettes) 

2002 
SOM (%) 

LO 

Newport Medium King Men Box 

582,732,000 

0.1489 

LO 

Newport Medium King Men Soft Pack 

93,486,000 

0.0239 

LO 

Newport Sim 120 Men Box 

8,507,780 

0.0022 

LO 

Newport Sim Light 120 Men Box 

13,727,760 

0.0035 

LO 

Newport Str 100 Men Box 

21,359,980 

0.0055 

PM 

No Frills Light King Men Soft Pack 

108,000 

0.0000 

RJR 

Now 100 Men Soft Pack 

268,623,000 

0.0686 

RJR 

Now King Men Soft Pack 

51,078,000 

0.0130 

LO 

Old Gold Light 100 Men Soft Pack Dsct 

28,971,000 

0.0074 

BW 

Pall Mall Dsct Light 100 Men Box 

391,633,600 

0.1000 

BW 

Pall Mall Dsct Light King Men Box 

268,117,200 

0.0685 

PM 

Parliament King Men Box 

189,095,780 

0.0483 

PM 

Parliament Light 100 Men Box 

29,376,000 

0.0075 

PM 

Parliament Light King Men Box 

391,376,220 

0.1000 

PM 

Players Black Light 100 Men Box 

5,757,260 

0.0015 

PM 

Players Black Light King Men Box 

7,759,980 

0.0020 

PM 

Players Light 100 Men Soft Pack 

2,514,978 

0.0006 

PM 

Players Light King Men Soft Pack 

384,000 

0.0001 

PM 

Premium Buy Light 100 Men Soft Pack 

6,564,000 

0.0017 

BW 

Pvt Lbl B&W 100 Men Soft Pack 

16,476,000 

0.0042 

BW 

Pvt Lbl B&W King Men Soft Pack 

21,132,000 

0.0054 

BW 

Pvt Lbl B&W Light 100 Men Soft Pack 

56,238,000 

0.0144 

BW 

Pvt Lbl B&W Light King Men Soft Pack 

30,402,000 

0.0078 

LG 

Pvt Lbl LIG 100 Men Box 

3,516,000 

0.0009 

LG 

Pvt Lbl LIG 100 Men Soft Pack 

49,920,000 

0.0128 

LG 

Pvt Lbl LIG King Men Box 

2,772,000 

0.0007 

LG 

Pvt Lbl LIG King Men Soft Pack 

95,808,000 

0.0245 

LG 

Pvt Lbl LIG Light 100 Men Box 

4,164,000 

0.0011 

LG 

Pvt Lbl LIG Light 100 Men Soft Pack 

418,464,000 

0.1069 

LG 

Pvt Lbl LIG Light King Men Box 

1,452,000 

0.0004 

LG 

Pvt Lbl LIG Light King Men Soft Pack 

109,728,000 

0.0280 

LG 

Pvt Lbl LIG Sim Light 120 Men Box 

77,099,600 

0.0197 

RJR 

Pvt Lbl RJR 100 Men Box 

17,790,000 

0.0045 

RJR 

Pvt Lbl RJR 100 Men Soft Pack 

353,148,000 

0.0902 

RJR 

Pvt Lbl RJR King Men Soft Pack 

255,288,000 

0.0652 

RJR 

Pvt Lbl RJR Light 100 Men Box 

8,568,000 

0.0022 

RJR 

Pvt Lbl RJR Light 100 Men Soft Pack 

724,608,000 

0.1851 

RJR 

Pvt Lbl RJR Light King Men Soft Pack 

299,856,000 

0.0766 

RJR 

Pvt Lbl RJR Sim Light 100 Men Box 

7,248,000 

0.0019 

LG/Vect 

Pvt Lbl VT 100 Men Soft Pack 

31,410,960 

0.0080 

LG/Vect 

Pvt Lbl VT King Men Box 

14,051,980 

0.0036 

LG/Ved 

Pvt Lbl VT King Men Soft Pack 

1,234,500 

0.0003 

LG/Vect 

Pvt Lbl VT Light 100 Men Soft Pack 

28,809,500 

0.0074 

LG/Vect 

Pvt Lbl VT Light King Men Box 

11,244,000 

0.0029 

LG/Vect 

Pvt Lbl VT Light King Men Soft Pack 

1,052,120 

0.0003 

LG 

Pyramid 100 Men Soft Pack 

20,928,000 

0.0053 

LG 

Pyramid King Men Box 

4,128,000 

0,0011 

LG 

Pyramid King Men Soft Pack 

10,284,000 

0.0026 

LG 

Pyramid Light 100 Men Soft Pack 

66,588,000 

0.0170 

LG 

Pyramid Light King Men Box 

4,542,000 

0.0012 

LG 

Quality Light 100 Men Soft Pack 

22,680,000 

0.0058 

LG 

Quality Light King Men Soft Pack 

10,212,000 

0.0026 

BW 

Raleigh Extra Light 100 Men Soft Pack 

129,000 

0.0000 

RJR 

Salem 100 Men Sid Box 

88,220,600 

0.D225 

RJR 

Salem 100 Men Soft Pack 

1,198,061,200 

0.3061 

RJR 

Salem King Men Sid Box 

164,433,000 

0.0420 

RJR 

Salem King Men Soft Pack 

1,832,757,800 

0.4682 
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Manufacturer 

Brand 

2002 Volume Shipped 
(cigarettes) 

2002 
SOM (%) 

RJR 

Salem Light 100 Men Sid Box 

262,689,000 

0.0671 

RJR 

Salem Light 100 Men Soft Pack. 

1,153,649,600 

0.2947 

RJR 

Salem Light King Men Sid Box 

195,327,000 

0.0499 

RJR 

Salem Light Men King Soft Pack 

1,794,921,400 

0.4585 

RJR 

Salem Preferred Light Men 100 Soft Pack 

8,046,000 

0.0021 

RJR 

Salem Sim Light 100 Men Box 

1,210,014,000 

0.3091 

RJR 

Salem Ultra 100 Men Soft Pack 

880,146,000 

0.2248 

RJR 

Salem Ultra King Men Soft Pack 

659,250,000 

0.1684 

PM 

Saratoga Light 120 Men Box 

64,494,120 

0.0165 

LO 

Satin Light 100 Men Soft Pack 

6,351,600 

0.0016 

BW 

Silva Thins Light 100 Men Box 

192,000 

0.0000 

RJR 

Sterling Dsct 100 Men Soft Pack 

6,711,000 

0.0017 

RJR 

Sterling Dsct Light 100 Men Soft Pack 

3,531,000 

0.0009 

RJR 

Sterling Dsct Sim Light 100 Men Box 

504,000 

0.0001 

RJR 

Sterling Dsct Ultra 100 Men Soft Pack 

1,440,000 

0.0004 

BW 

Tall 120 Men Soft Pack 

516,000 

0.0001 

BW 

Tareyton Spcl 100 Men Box 

150,000 

0.0000 

BW 

Tareyton Spd King Men Box 

252,000 

0.0001 

BW 

Tareyton Spcl Light 100 Men Box 

822,000 

0.0002 

BW 

Tareyton Spd Light King Men Box 

180,000 

0.0000 

BW 

Tareyton Spcl Ultra 100 Men Box 

1,512,000 

0.0004 

BW 

Tareyton Spcl Ultra King Men Box 

18,000 

0.0000 

LG 

Taste of America 100 Men Soft Pack 

534,000 

0.0001 

LG 

Taste of America Light 100 Men Soft Pack 

654,000 

0.0002 

LO 

Triumph Ultra King Men Soft Pack 

1,359,000 

0.0003 

LO 

True Ultra 100 Men Soft Pack 

169,008,000 

0.0432 

LO 

True Ultra King Men Soft Pack 

143,976,000 

0.0368 

PM 

V Slims 100 Men Box 

305,846,440 

0.0781 

PM 

V Slims 100 Men Soft Pack 

668,531,320 

0.1708 

PM 

V Slims Light 100 Men Box 

1,243,531,020 

0.3177 

PM 

V Slims Light 120 Men Box 

788,524,200 

0.2014 

PM 

V Slims Light King Men Box 

-12,000 

0.0000 

PM 

V Slims SS 100 Men Box 

404,747,720 

0.1034 

PM 

V Slims Ultra 100 Men Box 

1,325,463,320 

0.3386 

RJR 

Vantage Light 100 Men Soft Pack 

52,605,000 

0.0134 

RJR 

Vantage Light King Men Soft Pack 

172,059,000 

0.0440 

BW 

Viceroy Dsct Light 100 Men Box 

294,000 

0.0001 

BW 

Viceroy Dsct Light King Men Box 

420,000 

0.0001 


All other Discount excludina Vector 

Other Disc AOD w/o LIG/Vect 100 Men Box Ck 

138,084,379 

0,0353 

Other Disc 

AOD w/o 

LIG/Vect 100 Men Box Wt 

285,032 

0.0001 

Other Disc 

AOD w/o 

LIG/Vect 100 Men Soft Pack Ck 

524,496,832 

0.1340 

Other Disc 

AOD w/o 

LIG/Vect 100 Men Soft Pack Wt 

767,681,949 

0.1961 

Other Disc 

AOD w/o 

LIG/Vect King Men Box Ck 

98,893,394 

0.0253 

Other Disc 

AOD w/o 

LIG/Vect King Men Box Wt 

1,987,587 

0.0005 

Other Disc 

AOD w/o 

LIG/Vect King Men Soft Pack Ck 

256,179,843 

0.0654 

Other Disc 

AOD w/o 

LIG/Vect King Men Soft Pack Wt 

365,497,375 

0.0934 

Other Disc 

AOD w/o 

LIG/Vect Light 100 Men Box Ck 

8,606 

0.0000 

Other Disc 

AOD w/o 

LIG/Vect Light 100 Men Box Wt 

97,501,591 

0.0249 

Other Disc 

AOD w/o 

LIG/Vect Light 100 Men Soft Pack Ck 

233,971,118 

0.0598 

Other Disc 

AOD w/o 

LIGA/ect Light 100 Men Soft Pack Wt 

1,181,504,390 

0.3018 

Other Disc 

AOD w/o 

LIG/Vect Light 120 Men Soft Pack Ck 

971,564 

0.0002 

Other Disc 

AOD w/o 

LIGA/ect Light 120 Men Soft Pack Wt 

27,990,776 

0.0072 

Other Disc 

AOD w/o 

LIG/Vect Light King Men Box Wt 

9,126,159 

0.0023 

Other Disc 

AOD w/o 

LIG/Vect Light King Men Soft Pack Ck 

82,546,211 

0.0211 
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2002 
SOM (%) 

Other Disc 

AOD w/o LIG/Vect Light King Men Soft Pack Wt 

204,087,719 

0.0521 

Other Disc 

AOD w/o L!GA/ect Mat King Men Soft Pack Ck 

9,964,072 

0.0025 

Other Disc 

AOD w/o LIGA/ect Mat Light 100 Men Soft Pack Wt 

9,075 

0.0000 

Other Disc 

AOD w/o LIGA/ect Sim Light 100 Men Box Wt 

10,730,726 

0.0027 

Other Disc 

AOD w/o LIGA/ect Sim Ultra 100 Men Box Ck. 

18,028,497 

0.0046 

Other Disc 

AOD w/o LIGA/ect Ultra 100 Men Soft Pack Ck 

3,174,972 

0.0008 

Other Disc 

AOD w/o LIGA/ect Ultra King Men Soft Pack Ck 

1,280,904 

0.0003 

All other Private Label exciudina Vector 



Other Pvt Lbl 

AOP w/o LIG/Vect 100 Men Box Wt 

3,076,558 

0.0008 

Other Pvt Lbl 

AOP w/o LIGA/ect 100 Men Soft Pack Ck 

2,258,215 

0.0006 

Other Pvt Lbl 

AOP w/o LIGA/ect 94 Men Box Wt 

596 

0.0000 

Other Pvt Lbl 

AOP w/o LIG/Vect King Men Box Ck 

23,636,105 

0.0060 

Other Pvt Lbl 

AOP w/o LIGA/ect King Men Box Wt 

7,911,952 

0.0020 

Other Pvt Lbl 

AOP w/o LIGA/ect King Men Soft Pack Ck 

12,891,503 

0.0033 

Other Pvt Lbl 

AOP w/o LIG/Vect Light 100 Men Box Wt 

49,535 

0.0000 

Other Pvt Lbl 

AOP w/o LIG/Vect Light 100 Men Soft Pack Ck 

2,068,311 

0.0005 

Other Pvt Lbl 

AOP w/o LIGA/ect Light 100 Men Soft Pack Wt 

6,347 

0.0000 

Other Pvt Lbl 

AOP w/o LIG/Vect Light King Men Box Ck 

22,780,535 

0.0058 

Other Pvt Lbl 

AOP w/o LIGA/ect Light King Men Box Wt 

1,277,833 

0.0003 

Other Pvt Lbl 

AOP w/o LIGA/ect Light King Men Soft Pack Ck 

69,095 

0.0000 

Other Pvt Lbl 

AOP w/o LIG/Vect Light King Men Soft Pack Wt 

5,399,252 

0.0014 

Other Pvt Lbl 

AOP w/o LIGA/ect Ultra 100 Men Box Wt 

184 

0.0000 
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